THE OLDEST GLOVE IN EXISTENCE

This gauntlet was made of'linen for some
long-forgotten little child. It is the first
ancient Egyptian glove ever discovered, and
the oldest specimen of its kind in existence.

The vase here depicted was made to hold wine

and bears a vintage mark more than 3,000

years  old.    It   came   from   Tutankhamen's

cellars in the fifth year of his reign.

The four shrines of Tutankhamen stand side by side in the Museum at Cairo, and we see above
the upper part of a portion of the second shrine.   Its brilliant gold is dazzling, and the scenes
delineated actually constitute a guide to the Hereafter, some of them in the form of texts referring
to the Underworld.